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No. HRB-UA-29(4)-2015/7337.— Consequent upon the recommendation of the Government of Haryana, as 
per provision contained in Section 16 of Pandit Bhagwat Dayal Sharma University of Health Sciences, Rohtak Act, 
2008, I, Bandaru Dattatraya, Governor of Haryana and Chancellor of Pandit Bhagwat Dayal Sharma University of 
Health Sciences, Rohtak, hereby appoint Dr. Shamsher Singh Lohchab as Director, Pandit Bhagwat Dayal Sharma 
Post Graduate Institute of Medical Science, Rohtak, for a tenure period of three years with effect from the date he 
assumes the charge of his office or till he attains the age of 65 years, whichever is earlier. 


Terms and conditions of the appointment will be determined by the Government later on. 


BANDARU DATTATRAYA, 
Chandigarh: Governor, Haryana and Chancellor, 
The 28th December, 2021. Pandit Bhagwat Dayal Sharma 


University of Health Sciences, Rohtak. 


9466—C.S.—H.G_P., Pkl. 
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